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BILL NO. S-70-07-/^ 


SPECIAL ORDINANCE NO. S- 

AN ORDINANCE approving a contract with FLEXIBLE 
PIPE TOOL DIVISION OF ROCKWELL MANUFACTURING 
COMPANY for Sewer Cleaning Machines for the 
Sewer Maintenance Department. 


j BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

i! 

INDIANA: 


t 

j 


I 

I 


I 

i 


SECTION 1. A certain contract approved July 3, 1970, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and FLEXIBLE PIPE TOOL DIVISION OF ROCKWELL 
MANUFACTURING COMPANY, for: 

4 Flexible Model 9HPS, pull-in bucket 
machines for sewer cleaning 

2 Flexible No. FFS-1 floating scroll 
cable level winders, 

for a total cost of $5,450.00, all as more particularly set forth 
on CITY UTILITIES PURCHASE ORDER NO. 2765, which is by reference 
incorporated herein and made a part hereof, is hereby in all 
things ratified, confirmed and approved. 

SECTION 2 . This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



seconded by 


Read the first time in full and on motion by — 

and duly adopted, read the second time by title and referred 


to the (Committee on) 




Commisginn for- r pr-npimpniiaM on.) — (^ndsqjEuiilic— Hearing— tx!-_b-e---.held--a,£t.&r— due — lega-l -notice , 

- .a t—the— Gottne-idr-'^^ajaber ST — C i Ly Hal“l , Fort Wayne, India n a , o n 

— d ay of ^ — - — — zzizl 9b~ . at aldoelc 
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Date: 
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Read the third time in full and on motion by 








City Clerk 

(// , 


seconded by 




and duly adopted, placed on its passage. 


Passed fh©ST) by the following vote; 


AYES 

Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 


NAYS 
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ABSTAINED 


ABSENT 


to -wit: 


Date 


7- - 7 o 






City Clerk 


Passed OTd« adopted by the Common Council of the City of Fort Wayne, Indiana, as 
t.,h Special ) (AppropTTratirOfi) Ordinance f-Re- se Tu t i -o n) No.^ 


- -“r- ... 

on of 
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, 196 _?£_. 
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Presented by" me to the Mayor of the City of Fort Wayne, Indiana, on the 9 


- 


day 


of 
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r? 


, 19g ^ 7 6 at the hour of ^ J h o'clock . ,E ■ S?. T 
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City Clerk 


Approved and signed by me this of 

at the hour of ^ o'clock A .M.,E.#.T. 



196’ , 




Mayor 


Bill No. S-70-07-13 

REPORT OF THE COMIITTEE ON CITY UTILITIES 

Woj your Committee on Citv Utilities to whom was referred an Ordinance 

approving a contract with FLEXIBLE PIPE TOOL DIVISION OF ROCKWELL MANTIFACTTTB.INri 

CQMEMY for Sewer Cleaning Machines for the Sewer Maintenance Department j 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance _ /iJ^ PASS. 


WIIIIM K. G E A KE, Chairmn 


JACK K. DTMTFQN. Vi ce-ChairTnan.. 


■£ELIA MR EAX. 


JOHN NITCKQL.S_ 


_ E OMTN J. ROTTSSEATT 
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TONCURRED IN 

■ 'Lo FUAD G- BONAHOOH, CITY CLERK 


